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> Audi A6 Wiring Diagram No. 8/2 


Vehicle Electrical System Control Module, Data Bus on 


. $ Board Diagnostic Interface, Diagnostic Connection 
ST: ST4 J519 ST2 J234 J533 3o54: flies Control Modu 
irbag Control Module 
| se Ñ} ERI l scs T J519 Vehicle Electrical System Control Module 
2a 9a 32a 3a 100 32b 32b J533 Data Bus on Board Diagnostic Interface 

Í Í i 1 s ng B ST1 Fuse Panel 1 

0.35°3 0.35 035 05 035 0352 03572 SB2 Fuse 2 (On Fuse Panel B) 
swirt swib  swibl rige grirt ort ^ or/br ST2 Fuse Panel 2 


SC3 Fuse 3 (On Fuse Panel C) 
ST4 Fuse Panel 4 
SF9 Fuse 9 (On Fuse Panel F) 
T16  16-Pin Connector 
T17i 17-Pin Connector, In the Left A-Pillar Connector Station 


T170 17-Pin Connector, In the Connector Station, Right A-Pillar 
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awit swibl T32a 32-Pin Connector 
T32b 32-Pin Connector 
T100 100-Pin Connector 
U31 Diagnostic Connection 
T17i T170 T17i T17i ( 45 ) Ground Connection Behind Instrument Panel, Center 
14 4 -— 
0.35 0.35 0352 035"? x 35) Ground Connection 2 (in Instrument Panel Wiring Harness) 
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( 199 | Ground Connection 3 (in Instrument Panel Wiring Harness) 
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[S g u — 8 8 àb (B278) Positive Connection 2 (15a) (in Main Wiring Harness) 
M am (B283) Positive Connection 7 (15a) (in Main Wiring Harness) 
MN. 
7 Refer to Applicable Wiring Diagram for Fuse Positions 
*2 Data Bus Wire (CAN Bus) 
*8 From June 2014 
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